Summary  of  Historic  Flow  Data  from  4 Mines 


Mogul  Mine 
(CC02D)  Flow 
(cfs) 

Red  and  Bonita 
Mine  (CC03D) 
Flow 
(cfs) 

Gold  King 
Mine 
(CC06) 
Flow 
(cfs) 

American 
Tunnel 
(CC19)  Flow 
(cfs) 

Total  Flow 
from  4 Mines 
(cfs) 

Average 

0.161 

0.683 

0.296 

0.249 

1.390 

Runoff 

0.192 

0.647 

0.391 

0.262 

1.474 

Non-Runoff 

0.140 

0.720 

0.270 

0.234 

1.364 

Historic  averages  are  based  on  average  values  for  eaeh  year  from  2009  through  2014,  where  available. 
Data  is  from  EPA’s  Upper  Animas  Scribe  database  maintained  by  EPA’s  ESAT  eontraetor. 
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